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OFFICIAL 


GAZETTE 


o 


GOVERNMENT OF GOA , DAMAN AND DIU 


GOVERNMENT OF GOA , DAMAN 


connected therewith shall be as specified in columns 
5 to 13 of the aforesaid Schedule , 


AND DIU 


Provided that, 


Department of Personnel and Administrative Reforms 


Notification 


a ) the maximum age limit specified in the 

Schedule in respect of direct recruitment 
may be relaxed in the case of candidates 
belonging to the Scheduled Castes and Sche 
duled Tribes and other special categories 
in accordance with the orders issued by 
the Government from time to time; 


1 / 29 / 74 -PER 


In exercise of the powers conferred by the proviso 
to article 309 of the Constitution , read with the 
Government of India , Ministry of External Affairs 
Notification No. F.7 ( 11 ) /62 -Goa dated 25-7-1963, 
the Lt. Governor of Goa, Daman and Diu is pleased 
to make the following rules relating to recruitment 
to Group C and D non -ministerial, non - gazetted 
posts in the Office of the Registrar of Co -operative 
Societies under the Government of Goa , Daman and 
Diu . 


in ) no male candidate , who has more than one 

wife living and no female candidate , who 
has married a person having already a wife 
living , shall be eligible for appointment, 
unless the Government , after having been 
satisfied that there are special grounds for 
doing so , exempts any such candidate from 

the operation of this rule ; 
( c ) Saving : Nothing in these rules shall affect 

reservations, relaxation of age limit and 
other concessions required to be provided 
for Scheduled Castes and Scheduled Tribes 
and other special categories of persons in 
accordance with the orders issued by the 
Central Government from time to time in 
this regard . 


1. Short title . --These rules may be called Go 
vernment of Goa , Daman and Diu , Office of the 
Registrar of Co- operative Societies , Group C and 
D , non -ministerial, non -gazetted posts Recruitment 
Rules , 1980. 


2. Application . -- These rules shall apply to the 
posts , specified in column 1 of the Schedule to these 
rules . 


5. These rules will come into effect from the date 
of the Notification and will relate to appointments 
to the various posts made on or after this date . 


6. These rules are issued in supersession of the 
rules existing for the posts . 


3. Number , classification and scale of pay.-- The 
number of posts , classification of the said posts and 
the scales of pay attached thereto shall be as spéci 
fied in columns 2 to 4 of the said Schedule . 


By order and in the name of the Lt. Governor 

of Goa , Daman and Diu . 


G. H. Mascarenhas , Under Secretary (Personnel) . 


4. Method of recruitment , age limit and other 
qualifications . - The method of recruitment to the 
said posts , age limit , qualifications and other matters 


Panaji , 16th June, 1980 . 
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Name 
of the post 


No. of 
Dosts 


Classi 
fication 


Scale of Pay 


Whether 
selection 

post or 
non - selec 
tion post 


Age 
limit 
for direct 
recruits 


Educational and other 
qualifications required 

for direct recruits 


Whether 
age and edu . 
cational quali: 
fications pres. Period 

cribed for of proba . 
the direct tion , it 
.ccruit 

any 
will apply in 
the case of 
promotees 


Method of recruitment 

whether by direct 
recruitment or by 

promotion or by 
deputation / transfer , 
and percentage of the 
vacancies to be filled 
by various methods 


Circumstances 
In case of recruitment by 

in which 
promotion /députation / 

11 a DPC U. P. S. C. 
transfer, grades from exists , is to be con 
which promotion /depu what is 

sulted in 
tation / transfer 

its com 

making re 
is to be made 

position 

cruitment 


!: 


1 


2 


4 


5 


6 


8 


9 


10 


11 


12 


13 


5 


Group D 


N. A. 


30 years 


N , A. 


N. A. 


N. A. 


N. A. 


1. Laborato 
ry /Grad 
ing Atten 
dant. 


Rs , 196-3 
-220 -EB 
-3-232. 


7th Standard or equiva 

lent. 


Two By direct recruit 
years ment . 


and below 
(Relaxable 
for Govt. 
servants ) . 


. 


2 , Bailiff, 


2 


Selection 


-do 


Promotion : 


- do 


Group D Rs. 210-4 
Non Minis -250 -EB 
terial Non -5-270 . 
Gazetted . 


Age: No 
Qis : Yes 


Essential: 
1. VIII standard or equi. 

vaient with know 
ledge of local langua 
ges . 


-đo -- Promotion failing 

which by direct 
recruitment 


Group 
D 
D.P.C. 


Peons with 3 years 

standing in the gra 
de . 


3. Grader / 

Assessor, 


15 


- do 


1. S. s . C. or equivalent. 


do 


Non - Sen 
lection 


Group 


do 


Group C Rs. 260-6 
Non Minis -290 -EB 
teria ! Non * 6-326-8 
Gazetted . -366 - EB 

-8-390-10 
-400 . 


-do-– 12 12 % by promo 

tion failing which 
by direct recruit 
ment 87 12 % by 
direct recruit 
ment. 


Promotion : 
Laboratory and Gra 

ding attendant with 
3 years regular Ser 
vice in the grade. 


D.P.C. 


1 


do 


N. A. 


do 


N. A. 


do 


Direct recruitment. 


N , A. 


N. A. 


I do 


4. Labora 

tory Assis. 
tant. 


Rs, 330-10 

-380 -EB 
-12-500 
-EB - 15 
-560 . 


Essential: 
1 ) Degree in science of 

any recognised Uni. 
versity or equivalent. 


Desirable : 
i ) Qualifications in Che 

mistry. 
ii) Experience in labora 

tory work , 


do 


5. Marketing 

Inspector 


Selection 


YUN 


do 


do 


do 


Group 


do 


-- 


Rs. 330-10 
-380 -EB 

12-500 
EB - 15 
-560 . 


Essential: 
1) Intermediate in Agri 

cultural Science or 
Economics or Com 
merce . 


Promotion failing 
which by direct 
recruitment, 


Promotion : 
Grader assessor with 

five years regular 
Service in the grade, 


D.P.C. 


49 


do : 


-do 


do 


do 


-do 


Num 


Desirable : 
i ) Experience in Agri 

cultural Marketing . 

Essential: 
1) Intermediate or equi 

valent froni a recog . 
nised University , or 
Board : 


do 


-do 


WWW 


6. Jr. Audi 

tors / Jr 
Inspectors. 


Rs . 330-10 

-380 -EB 
-12-500 
-EB - 15 
-560 . 


50 % by promotion 

failing which by 
direct recruit 
ment and 50 % 
by direct recruit 
ment. 


Promotion : 
L. D. C. of the Dept. 
with 5 years regular 
service in the grade. 
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Desirable ; 
i ) Two years experience 

in Cooperation . 


eod 
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Corrigendum 


do 


wwwdo 


do 


inPromotion: Jr.Auditors/Jr.Ins 

pectorswith5years regularservice thegrade. 


yearsthreePromotion: MarketingInspectors 

standinginthegrawith de. 


1/21( 2 ) / 77-PER ( 1) 
The following may be substituted against the 
entries in Column 12- of the Schedule appended to 
the Notification No. 1-21 ( 2 ) / 77 -Div . I dated 24-5-79 
regarding recruitment rules of Group A post of 
Executive Engineer (Electrical) in the Office of 
the Chief Electrical Engineer under Government of 
Goa , Daman and Diu notified in the Official Gazette 
No. 15 , Series- I dated 12 : 7-1979 . 
(i). " Group - A , DPC ( for considering promotion ) : 

1. Chairman /Member , UPSC - Chairman . 
2. Chief Secretary , Goa Administration - 

Member . 
3. Administrative Secretary , Goa Adminis 

tration Member . 


by75%bypromotion failingwhichby 

25%directrecruit directrecruitment ment. 


failing whichbydirect 

recruitment,---doPromotion 


( ii ) Group - A , DPC (for considering confirma 
tion ) : 
1. Chief Secretary , Goa Administration - 

Chairman . 
2. Administrative Secretary , Goa Administra 

tion Member. 
3. Chief Electrical Engineer, Goa Administra 

tion Member. 


-- 


—do 


do— 


Age:No 


Note : - The proceedings of the DPC relating to 
confirmation shall be sent to the Commission for 
approval. If, however , these are not approved by 
the Commission a fresh meeting of the DPC to be 
presided over by the Chairman or a Member of the 
UPSC shall be held " . 


By order and in the name of the Lieutenant 

Governor of Goa , Daman and Diu . 
G. H. Mascarenhas , Under Secretary (Personnel) . 
Panaji , 20th June , 1980 . 


Corrigendum 


-do 


-do 


-do 


1/21 ( 2 ) / 77- PER ( ii ) 
The following may be substituted against the 
entries in column 12 of the Schedule appended to 
the Notification No. 1-21 ( 2 ) / 77 -Div . I dated 24-5-79 
regarding recruitment rules to Group B posts of 
Assistant Engineer ( Electrical) and Assistant En 
gineer (Civil ) in the Office of the Chief Electrical 
Engineer under the Government of Goa , Daman 
and Diu notified in the Official Gazette No. 12 , 
Series - I dated 21-6-1979 . 


-500-EB -15-560 

-20-700,----domRs.425-15 


Rs.470-15 

-530-EB -20-650 -EB-25 750. 


Assistant Engineer (Electrical) 
" Group B DPC consisting of : - 
1. Chief Secretary , Goa Administration 

Chairman . 
2. Administrative Secretary , Goa Adminis 

tration Member . 
3. Chief Electrical Engineer, Goa Adminis 

tration - Member , 


28 


7.Sr.Ins 


/sxofood 


Sr.Audi tors. 


8.Sr.Mar keting Inspector 


Note : — The proceedings of the PDC relating to 
confirmation of a direct recruit shall be sent to the 
Commission for approval. If, however , these are not 
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Industries and Labour Department 


approved by the Commission a fresh meeting of the 
DPC to be presided over by the Chairman or a 
Member of the UPSC shall be held " . 


Notification 


Assistant Engineer (Civil ) 
" Group B DPC consisting of : -- 
1. Chief Secretary , Goa Administration -- 

Chairman . 
2. Administrative Secretary , Goa Adminis 

tration -Member . 
3. Chief Electrical Engineer , Goa Adminis 

tration - Member . 


21 / 16 /79- ILD / 213 
In exercise of the powers conferred by clause (c ) 
of Section 2 of the Industrial Employment ( Stan 
ding Orders ) Act , 1946 (Central Act 20 of 1946 ) , 
the Lieutenant Governor of Goa , Daman and Diu 
hereby appoints Shri.R. S. Mardolkar , Assistant La 
bour Commissioner to perform all or any of the 
functions of the Certifying Officer under the said 
Act , within the Union territory of Goa , Daman and 
Diu . 

By order and in the name of the Lieutenant 

Governor of Goa , Daman and Diu . 
M. S. Sail , Under Secretary (Industries and 
Labour ) . 

Panaji , 16th June, 1980 . 


Ву . 

order and in the name of the Lieutenant 

Governor of Goa , Daman and Diu . 
• G. H.Mascarenhas, Under Secretary (Personnel) . 

Panaji , 20th June, 1980 . 
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